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Acid vat, handy, for small parts 
June 15 
Acme plant of Toledo Edison Co. 
June 15 
Admission line, sharp points at 
top of i 
Advertise yourself, how to.Aug.1 
Air compressor rotation...Oct.-15 
Air compressors, routine care and 
operation of Aug. 1 
Air conditioning and cooling in 
Hudson. stores Oct. 1 
Air economizer uses_ reversible 
heating elements ar. 15 
Air, excess, for given CO2 depends 
on available hydrogen..July 1 
Air filter cleaning device 
“available 
Air, fresh, please. Oct. 
Air heaters, recent developments 
n Dec. 15 
Air intakes, mufflers needed for.. 
May 1 
Air-lift pumping pays dividends 
for oil plant Apr. 15 
Alarm, high-low water, has two 
tones July 1 
Alexander Dam automatic hydro- 
electric plant Aug. 15 
A.c. systems, voltage regulators 
July 15 


Aluminum paint 
trouble 
American Engineering Council 
Officers elected Feb. 15 
A. I. E. E. awards transmission 
ug. 15 
A. I. E. E.-Midwinter Convention 
will have many papers of in- 
terest Feb. 1 
I. E. E. nominates for office 
Jan. 1 
S. M. E. announces annual 
meeting program 
S. M. E. announces program 
for San Francisco meeting... 
June 1 
. S. E. holds forth Midwest 
Conference ar. 1 
S. T. M. committees report 


progress Apr. 15 


672 
348 
506 


SUBJECT INDEX 


Ammeter, voltmeter and ohmmeter 
in one instrument.....Mar. 1 
Ammonia compressor troubles, 
preventing 
Ammonia condenser operating 
characteristics ug. 15 
Ammonia equipment, welded, ex- 
periences with May 1 
connecting 
Apr. 15 
Ammonia, liquid, warm, feeding 
of, causes loss Mar. 15 
Ammonia, proper condenser pres- 
sures for Sept. 15 
Ammonia temperature, changes in 
piping equalize Apr. 1 
Androscoggin River, work started 
on 
Apprentice systems ard indust 
June 1 
Apprenticeship courses should de- 
velop brains Oct. 1 
Arch be flat? can an Apr. 15 
Arch blocks, National, replaced in 
record time Aug. 1 
Arch blocks show durability and 
accessibility Nov. 1 
Arch is repaired with plastic re- 
fractory gun 
Oct. 1, *1079; Nov. 1, *1182; 
Dec. 1 
Armatures, winding, modern meth- 
ods o une 1 
Ash disposal, methods of...Oct. 1 
Ash handling machinery, opera- 
tion of Jan, 1 
Ash, hydraulic, proves 
economical Oct 
Ash, is wetting desirable?.. 
Ash pile indications 
Ashpit loss, figuring 
Ashpit refuse, weight of unneces- 
sary for carbon loss. .Sept. 15 
Athenaeum Press plant...July 15 
Atlantic Building plant, new, burns 
fuel oil 
Automatic control 
substations M 
Automatic control needed for best 
results June 15 
Automatic regulation pays.Dec. 1 
Automaton enters the power plant, 
the Jan. 15 
Avon Station, construction work 
progresses at Mar. 15 


Ammonia gages, 


disposal 


1304 


*648 
q1075 


*76 
*1046 
ql1177 

1124 
q717 
q1026 
*809 
*778 
*602- 


a716° 
1281 


e168 
*380 


Avon Station, new, C. E. I. Co. 
starts first unit of....Sept. 1 


Babcock & Wilcox Co. buys Ful- 
ler-Lehigh Co. and Bailey 
Jan. 1 

Baffle wall, Beco, expansion joint 
provided in June 1 
Baffles, monolithic for converted 
furnaces Sept. 15 
Baffles, repairing by use of re- 
fractory gun Nov. 15 
Baffles, slipping, plastic fire brick 
holds May 1 
Bakery, modern, is operated elec- 
trically Oct. 1 
Balancer sets, effect of field rheo- 
stat in ay 1 
Balch hydro plant to operate at 
2740-ft. head Apr. 1 
Balch tunnel, San Joaquin Light 
& Power Corp. completes.... 

ov. 1 

Baltimore’s new plant well under 
way, work on Apr. 15 
Bartlett’s Ferry begins operation 
with t Dec. 1 
Bartlett’s Ferry Dam 1 
Bathtubs, engines supply power 


Batteries, storage, discharging... 
‘July 1 

Batteries, storage, in the power 
plant, use of May 1 
Batteries, storage, sediment in... 
May 1 

Batteries, storage, sulphating in. 
ay 15 

Bayside plant, work goes forward 
at Sept. 15 
Beacon St. heating plant, Detroit 
Edison Co. builds July 1 
Bearing lubrication at, high pres-, 
gare,must be cantzoiled..?.-., 

rrr Ch eee ee weeds . sept, 15 
Bejt -eonweyors? wnat length.... 
June 15. 

Belt, goverynoy, simple devic keebs 
> Oi)? offs 2a? wre pr; 15. 
Belt; guarterstwrn,; proper method 
of applying Apr. 15 


*978 


1034 
*762 


#1023 
705 
*496 
q*499 


* 





Belts, crossed, length of...Dec. 1 
Belts, open, length of....Sept. 15 
Belts, rubber, chart gives pulley 


NS SERIE 6's 6.000 4.0 Ne ov June 15 
Bettendorf Co. completes modern 
power house.......... June 1 
Bids, uniform methogs needed for 
comparing ........ June 15, 683, 
Big Sioux Station operators feel 
BE TOMO. 0 digo ess oe swan Sept. 15 
Blower, ball bearing Cadillac bag 
and cold-alr.....ssrexsss Au 


a. 
Blower, high-speed, ruggedly built 
for forced draft service. 


- ane bavab veh eee 0 eae ae Jan. “15 
Boiler and engine construction 
DFODIOMS .ccccccccvcse Nov. 1 
Boiler and engine problems... 
RAE EE GE OE ep Dec. 15 
Boiler and furnace, world’s larg- 
ci neeNese eens os e558 Sept. 15 
Boiler capacity, new unit of, 
MOOEOE ccc cncesccovers -May 15 
Boiler control, automatic, advan- 
See rn os Apr. 15 


Boiler, delay in delivery of, ground 
for rejection by buyer.Oct. 15 
Boiler, Dipheny! oxide..... June 1 
Boiler drawoff increases safety.. 
penenensasneodeengen en Aug. i5 
Boiler drums show different water 
SEED 55040495 0003320 Feb. 15 
Boiler economy, the Power Show 
and the manager...... Jan. 1 
Boiler efficiencies, settings and 
operation greatly affect. 
Nov. “15 
auxiliary, is 
ct. 2 


Boiler 
valuable 
Boiler feed regulator, Atlas Valve 
Co. has new.........- Aug. 15 
Boiler feed water should be meas- 
PPO eee June 15 
Boiler feeding equipment, opera- 
rrr Jan. 1 
Boiler — cleaned with hot 
WADBE «000005 00006505 Sept. 1 
Boiler forknce arches, designing 
OR PTT er pr. 
Boiler furnaces, refractories for.. 
amen bee ee Feb. 1, 201; Feb. 15 
Boiler furnaces, refractory main- 
tenance in .....-s-.ee% Jan. 1 
Boiler someones steam, tendencies 
Dy £00 kb 0000.0.0 408 0445s Dec. 15 
Boiler gage. light resists vibra- 
ee ra ee. ov. 1 
Boiler headers and caps in good 
condition, keeping....Sept. 15 
Boiler, h.r.t., superheater for.. 


equipment, 


Na ert ver Jan. “15 
Boiler inspection, careful, neces- 
sary after cleaning.......... 
nck eee Aug. 1, *865; Sept. 15 


Boiler inspection, points to be 
observed during....... Oct. 15 
Boiler, locomotive, old, remodeled 
for stationary use..... Sept. 1 
Boiler maintenance, water soft- 
ener lowers.......... Apr. 15 
Boiler output doubled in 11 days. 
ph aahhhs keae swa wast Aug. 15 


Boiler performance, simple meth- 
ods improve. ........s> Dec. 1 
Boiler — bowed up by oil on 
Site eihnie Sib bina ee Feb. 15 


Better maine needed, new stank: 
CS any Pert Jan. 1 
Boiler room equipment, auxiliary, 
“| eee ept. 1 
Boiler room management...Jan. 1 
Boiler room records pay —— 


Boiler room tests.......... eg 1 
Boiler room upkeep........ Jan. 1 
Boiler shells, bags in, due to litt- 
a eae. re ee 
Jan. 15, 163; Feb. 1, 226; Mar. 
J ye SS Per reas Apr. 1 
Boiler, steam, 


COMDINGE «0.05.05 e50 
Boiler, steam, industry, simminowe- 
Se Aug. 1 
Boiler, steam, practice, develop- 
gt PPP eee ec. 16 
Boiler tests, fuel measurement 
OO. Cer ETE. Feb. 1 
Boiler tests, operating, show im- 
portant relations..... Sept. 1 
Boiler tube caps, exchange of, 
prevents shut-down....Oct. 1 


Boiler tubes, segregation of ma- 
terial in, causes pitting...... 


FAR TP ee on Aug. 15 
Boiler water analysis, interpreta- 
ERR rere Sept. 1 
Boiler water conditioning, essen- 
tials of correct........ Mar. 1 
Boiler water treatment, recent in- 
fluences on..*........ Dec. 15 
Boiler «welding, inspector rules 
_. ed tee ee Feb. 15 


Boiler, world’s largest... .Nev. 1 
Boilers, burning oil fuel under... 


vp eels bn53 on eh Jan. 1 
Builers, caustic embrittlement in 
OEE Te eee Mar. 15 
Boilers, electrolytic corrosion in 
LS Ay eee eer ere Jan. 15 


1280 
*1212 


*715 
*626 
e718 
1021 
*873 


*180 
q1176 
q*1346 
q1027 

613 
470 


1117 
660 


*930 
271 
e92 


*256 
*70 
*1311 
1180 
*1015 
q*167 


°1025 
1123 
*969 
*472 
918 
1280 
*274 
q275 


969 
87 


89 


*81 
*65 


#1258 
853 
*1308 
200 
*944 
1073 


918 
943 
#327 
*1316 


27Z 
1177 


*26 


4392 
q167 


Boilers, h.r.t., sand blast flue 
cleaner fOPr.......0+. Jan. 15 
Boilers, h.r.t., superheater for, 
eliminates rear arch...May 1 
Boilers, h.r.t., superheaters for.. 
TLS: June 15, *713; July 15 
Boilers, low water alarm for small 
PE IE SS ES Jan, 15 
Boilers, Mystic Iron Works, use 
aoe) See ee Nov. 1 
Boilers, oil fired, heat water for 
outdoor swimming pool...... 


PSS 7 FPP OT TES ro ee Jan. ‘4 
Bonus for salaried workers based 
Di SOs cs » > sane sie < June 15 
Boulders, truck specially built 
for hauling en Se ee Dec. 1 
Bridge wall height Seidbaciena by 
EN WREEMRS.. ccccsccce Aug. 15 
Brine in coolers and spray sys- 
tems, handling........ Apr. 1 
Brine spray system best for meat 
BEOCRRO 5 o.0.0:.0:05.004.0 002% ov. 1 
Bucket, Som shell, quickly re- 
paired by welding See Jan. 1 
Bucks Creek hydro plant to have 
highest head in U. S..June 15 
Buffalo General Electric Co. to 
add 60,000-kw. turbine. Feb. 15 
Bureau of Mines aids power plant 
DFACUCE 0.00 10,0 9:00 05.00 Feb. 15 
Bureau of Mines co- operates with 


Carnegie Institute....Feb. 15 
Busch-Sulzer completes Diesel 
Seer eer ee: May 15 
Business cycles .......... Oct. 15 
Business papers and the govern- 
ML ant sors a se eh an s une 15 
Business, sound, ahead..... Dec. 1 
Busses, i cycle, carrying Pas pag 
ib daw ss bs Aen y 


ity 
Byilacey Engineering & Manage- 
ment Corporation plans 1926 


OCOMBTFUCTION 200050655 Apr. 15 
Byllesby utilities, new construc- 
MON’ BY. 666 sc isi este sks Jan. 1 
Cc 
Cahokia, automatic control at. 
bebe bere ekcaskss eu Jan. "15 
California Baking Co.’s —, 
rye Po eee eres ET 
California’s water power resources, 
model shows......... Mar. 15 
Calling in the doctor...... Mar. 
Car spotter, small, built in com- 
pact design.......... June 15 
Carbon dioxide, high, in flue gas 
iets sd 2) hd sdee eee Oct. 15 


CO2 “depends on available hydro- 
gen, excess air for....July 1 
COz instrument, portable ‘electric, 
1 


put on market........ Oct. 
COeg, lower, with oil than coal. 
Te eT Oe re Apr. 15 


COz2, maximum, obtainable from 
fuels....June 1, 667; July 15, 


q815; Aug. 15, 922; Sept. i 
CO2 Settiasretion, dual evapora- 
tion system for....... Aug. 
COz, relation of, to flue gas tem- 
perature ......... -Mar. 1 
Carbonization, low temperature, 
in practice ‘0.6.06 eso. 30's) May 15 


Carolina power project,expect to 
spend $20,000,000 for..Dec. 15 
Cast-iron fittings are not suitable 
for superheated steam....... 


Oct. 
1, *1079; Nov. 1, *1182; Dec. 1 
Cement gun, small size, aids re- 


DAIT WOPK 6.250655 006 Apr. 15 
Cement mill utilizes waste heat 
OPTS ee te etree Nov. 15 


Central station, small, need for 
quality products of value to. 


sco die ke eo see ee bw Dec. i 
Central stations, generator prac- 
re RN ee -Dec. 15 
Cheap at half the price....Sept. 1 
Chicago Power Show arouses 
great interest........ Feb. 15 
Chicago Power Show, gas and 
electric display at..... Feb. 1 
Chimney design .......... Oct. 15 
Chimney load determined by rt: 
able factors............ Ma 
Chimney losses determined y 
new Uehling acumen bia eabos 
a0 Wab.be st 00 se ses ca 6 bee Apr. 1 
Chimney, steel, corrosion affected 
Dy CN oss se bane ee May 15 
Chimneys, steel, corrosion of, af- 
fected by design....... July 1 


Chlorine keeps tubes clean.Dec. 1 
Circuit-breaker, air, handle gag 
OVOPIOGRS oss. sss ses see Au 
Circuit-breaker, multi-pole AR 

single tanks, new design of. 
Sah ee MELO LAE Che ec May 15 
Circuit-breaker problem, a_pos- 


sible solution to the...Nov. 1 
Cleveland Electric Illuminating 
Co.’s new plant....... Mar. 15 
Coal and coke analysis, new 
MOthORs OF. 6 iviescscsce Oct. 1 
Coal carbonization on large scale 
at Milwaukee........ June 15 


*182 
*556 
812 
*180 
*1165 


*444 
*31 
694 

*1279 
q923 

*440 

*1170 

*106 
723 
279 

*246 

e280 


*606 
1105 


e718 
e1284 


*754 


*128 
*1063 


*400 
e342 


*721 
1125 
a*767 
*1133 
q498 


973 
863 
q*341 
*579 
1318 


921 


1304, 


*903 
*1188 


1266 


*1324 
966 


*282 


239 
e1128 


q339 


*454 
*613 


763 
1261 


*851 


*620 
e1179 
*380 
1052 
*688 


Coal, reassveeel into were fuel. 
Spee 6h bee ae Uo eee ar. 15 
Coal, “Cheap, often vsiidélmmient 


Sis shah < cea July 15 
Coal, commercial stocks of an- 
thracite and bituminous...... 
June 1 
Coal consumption, increased elec- 
trification has cut..... Feb. 1 
Coal, conversion of, pate smoke- 
less fuels....... -..Dec. 15 
Coal energy utilized, "small per 
CONG DES o650.0.0 eis oo 0 ad Apr. 15 
Coal famine, eliminating by sea- 
son storage.......... al 1 
Coal, lower COz2 with oil than. 
Apr. “15 
Coal, powdered, costs in factory 
PO Fr er ee Aug. 15 
Coal, powdered, furnace changed 
for, is a success...... Mar. 15 
Coal pulverizing machinery, prin- 
SURO Ge 45-5 dsb 880s May 
Coal storage temperature, ther- 
mocouple used for..... June 1 
Coal, wetting, is advisable. Apr. 15 
Coals, spontaneous combustion of 


ee Oe Peer Feb. ” 
Coffin, “Charles A., death takes. 
a 'a so els ¥ RMN 5:0: <4 0s 08 Aug 4 
Cold storage of:fruits and vege- 
OS ae tee Sept. 15 


Colfax extension progresses rap- 
WRENS ee o-a18-6.3 0a 30 ae ee Dec. 15 
Colfax Station, recent develop- 
PRONE Boi cscs sss e 1 
Columbia Power Station dedicated 
MR, Un 05.066 ones hanes vad Jan. 
Columbia Power Station serves 
southwestern Ohio........... 
cone eo Feb. 1, #190; Feb. 15 


Columbia Power ‘Station, slight 


explosion in pulverizing room 


OL EE CR ee eee July 1 
Combustion air, producing and 
CORETOUING .6...65c0iss Jan. 1 
Combustion chemistry, unusual 
features of..... Sees Sept. 1 
Combustion control, automatic, 
necessary for economy...... 
LERCLT COUT eT Peers June 1 


Combustion, machine control Oe 
regulation of. 1 
Combustion rates, available draft 


Ul ee eee ee June 1 
Combustion tendencies Cone Oct. 1 
Compressed air lines, explosions 

BE iS oh ane se alee. 0.456.560 5 Feb. 15 


Compressor, air, ‘rotation. -Oct. 15 


Compressor, ammonia, troubles, 
preventing .......... June 15 
Compressor valves and ice cans 
demand attention...... Feb. 1 
Compressors, air, routine care a 
operation of........... Au 
Compressors, centrifugal, for Die- 
sel engines........... Jan. 15 


Concrete protects conveyor sup- 
Tes eee ree May 15 


ports 
Concrete used for the power plant 


ddd thee Ababa sehauwae Nov. 15 
Condensate from the bag Ss power 
plant ...... Mar. 394; May 

1, 547; July 15, $16: Aug. 15 
Condenser, ammonia, operating 
characteristics ....... Aug. 15 
Condenser conditions, turbine effi- 
ciencies and........... Aug. 1 
Condenser features, Ingersoll- 
i Ge eae eee June 15 
Condenser pressures, proper, for 
ammonia .........+... Sept. 15 
Condenser, static, new, for motor 
application .......... Sept. 15 
Condenser, synchronous, large, 
installed on west coast...... 

sis id alee Steins dh 55:6 a Jan. 15 


Condenser tubes, cleaning.May 15 
Condenser tubes, corrosion co 
protection of.......... Apr. 1 


——— practice, experience 
BICRI noses skate eae June 15 
Conduit g PERSE simple device 
protects... cesses -June 1 


Conference on Bituminous Coal to 
meet in Pittsburgh....Nov. 1 
Connors Creek, overhauling the 
main turbines at...... Jan. 15 
Conowingo hydro-electric plant, 
construction begun at.July 15 
Conservation, engineers’ contri- 
bution to. Mar. 1 
Consumers Power Co. adds Hod- 
enpyl to system...... July 15 
Continental Fibre beg power for 
the Apr. 15 


ee es 


chronous motors..... Sept. 15 
Converter, rotary, input seter- 

mined by losses....... May 15 
Couterters and motor-generators, 

comparison of........ Apr. 
Conveyor carrier, ball bearing... 


n. i 
aes eo monorail, built for small 


DIRMES * ooo 00 4 hoc aan Sep 
Conveyor, portable, Jeffrey Mte. 

Co. improves......... Aug. 15 
Conveyor supports, teach Pres 

BOTT er rer ee 


Penuarst system, ngs at '1500 
deg. handled by... ..Feb 


361 
q814 


662 
239 
1340 
q*498 
e1178 
q498 
*894 
*362 
*522 


a*666 
q499 


262 


772 
a | 
*941 


634 
*311 
e10%6 
q274 
q1127 
*708 
222 
*842 
139 
*615 
1193 


924 
*914 
*834 
*720 

q1026 
#1033 

144 

615 

413 
*685 

671 
1182 
#135 

822 
e342 
*803 
*460 
1031 
q617 
*486 
*111 
*976 
*929 
*615 
*241 
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Conveyor tests, new, are success- 
ee err ers June 1 
Cook, Charles S., dies..... Dec. 15 
Corliss engine diagrams, com- 
ments on.Apr. 1, *448; Apr. 15 
Corrosion and protection of con- 


denser tubes........... Apr. 1 
Corrosion due to magnesium and 
calcium salts.......... Apr. 1 
Corrosion in refrigerating sys- 
ee ree .-Sept. 1 
Corrosion of steel chimneys af- 
fected by design....... July 1 
Coupling, flexible, overcomes mis- 
alinement ........ Dec. 15 


Cramp’s will build 56, 000- hp. im- 
pulse wheel among others... 


seen sh oot ie 80s Cee en s:6 8 May 1 
Crankshaft, Diesel, should be pro- 
BIGDOG. 00.0.0 010 0.0/0 6.0:0-00% Nov. 15 
Crankpin size, figuring....June 1 


Crusher, hammer, for soft goal. 


palath anne 8 <6h< 0184. eene Nov. 15 
Current flow, practical problems 
EET or ee ay 15 
Current flow, theory of....Apr. 1 


aa. and resistances in closed 


ROR WORI 5.6.5.6 6.0 9 a9: 09 0 0 an. 
Cylinders, "Biesel SOaTne, positive 
lubrication for.......Aug. 15 

D 


Demand, maximum, new inatru- 

ment controls..... -May 1 

Detroit Edison Co., reviews prog- 
ug 


Detroit Edison Co.’s a 


hydro plants......... ar. 
Diablo project, work started rr 
eA OTE ey oa ee aes ec. 
Diesel crankshaft should be pro- 
ee ER errr te ce Nov. 15 
Diesel engine cooling water, heat- 
SNS WIT ios vac oa tices July 1 


Diesel engine — positive 
lubrication for....... Aug. 15 

Diesel engine develons 15, or sea 
en ee ree TI rn se ct 


Diesel engine, factors of high effi- 


ciency iN.......csecee Sept. 15 
Diesel engine failures, overload- 
ing causes .......+-++- Apr. 1 


see — fuel supply —" 


th 
Diesel. engine, industrial use of 


ee Aer Feb. 15 
Diesel engine, MAN, tested under 
severe conditions  sonbcnee Dec. 1 
Diesel —— rating influenced 
Riis ocd snk July 15 


Diesel engines, ah aa cg and 
operation of........... May 
Diesel engines, centrifugal com- 

pressors for...... -Jan. 15 
Diesel engines, Fiat, Nordberg to 


NE diiwlib oases ssa kae Nov. 1 
Diesel engines for direct ‘aeive: 

Vb hw Sk cdiiele che omah © ee nd June 15 
Diesel engines help the —; 


west ... 
Diesel engines “raise small plant 
efficiency..Mar. 15, 369; May 1 
Diesel  ecgene shipping board to 


eee aey +...-Dec. 15 
Diesel “enginest steam plant or. 
oa s div octal Feb 224; Mar. 15 
Diesel engines ek to ooeee 
steam plant........... No 
Diesel exhaust gives valuable “ioe 
formation ...... -Aug. 


Diesel, fundamental “characteris- 
tics important......... Oct. 1 
Diesel, high-speed, finds wide ap- 


plication ........... July 15 
Diesel insurance, good founda- 
tions best..... Sept. 15 
Diesel — ideal. ‘steam Slant 
standby .....-.-...0. Aug. 15 
Diesel, A, installs world’s 
TAPBCBt 2. cvccervics ...Mar. 15 
Diesel power used on pipe is ae 
Diesel pe Busch- Sulzer com- 
DISCOS. ibiv'a vino td's woes May 15 
Diesel, Worthington, passes test 
ee ey ete re May 15 
Diesels, large, for mining service 
i ks nidle ietele poi éiileie.0.0iniedou Sept. 1 


Diesels, larger, quantity produe- 
tion of, under way... .Oct. 
Diesels, Shipping Board, Worth. 
ee receives order for. 

re SCPE TTA NTE Ce Dec. “4 
Diesels, 2700- hp. for U. S. ships, 
Mcintosh & Sevier builds 


aswel ey May 15, *610; June 1 
Differences count, in me and 
power plants......... Jan. 15. 
Diphenyl outhe bi-fluid jeer er 
plants ......... 15 
meer new, promises oo 
SNe Sept. 15 


+959 
498 
419 
*411 
962 
763 
*1350 


559 


*1204 
a666 


*1238 


q616 
446 


q*165 
*928 


#1155 
691 
847 
550 
#1339 
390 
#1154 
*901 
#1058 
*821 
*1005 
*900 
388 
792 
*606 
622 
*979 
*1107 

.#b302 


647 
e168 
#890 
1024 

637 


Dobson plant, changes at, reduce 


COMED cicccgsccess -Nov. 1 

Duncan, James, died during oper- 

RE ike cccnecspccssed Feb. 1 

Dust as a fuel possibility. -Nov. 1 
E 

Economies and personal efficiency 

Se AES ETAL ere Aug. 15 


Economizer, lead coated, has- ex- 
tended tube surface....Apr. 1 
Economizer operation and main- 


SOTO ris 6. 6.00.0 ss 4:0:0:0:05856 Jan. 1 
Economizers, fuel, general types 
OE co 6p uate rrr. Jan. 1 
Economy builders Cte eswaeae Feb. 1 


Edgar station uses special ver- 
tical dry vacuum —: as 

Edison Medal awarded to Freten: 
sor Harris J. Ryan...... Jan, 

Educational troubles, getting at 
the cause of our............ 


atop '6 Mbtawae Mar. 1, e342; May 1 
Electric are increases life of tur- 
Dine. TUBMEFS. « «vo: «<2 Nov. 15 
Electric COzg instrument, rag | 
put on market........ Oct. 
Electric flow meter has icon 
iG TOMEULERs 6 «6:60:06 Oct. 15 


Electric gas analysis oumpmen® 
6 0n.0e Wada kes See owescies 1 


Electric generators, systems “for 


COGRATER: 6's:0:¢ 6-0-6:6 8 .. Aug. 15 
Electric hand saw ‘speeds 9 a 
struction work........ Nov. 1 
Electric motor, metal covering 
EE ns uiion's paolo abe Oct. 1 


Electric power development in 
hicago district....... Mar. 1 


Electric power development in 
CRRGIGES see rivese ve ae May 15 
Electric power makes progress... 
ere ee Te eee Dec. 1 
Electric power systems, intercon- 
| rr May 15 


mnoneee underground transmis- 
WN 0 beacccecvese ‘ Aug. 1 
Electric welding used in con- 


structing Lincoln motor...... 


Electrical energy transmission 
between countries..... Nov. 1 
Hiectrical Engineers discuss many 
NN So orcig ove a's olslere's Sie a Mar. 
Electrical interconnection com- 
pr oa — railroad inter- 
ne, i SE ee May 1 
Blectrical manehines, power flow 
ee BAP rae Feb. 1 
Electrical switch gear, modern, 
TORENT OR: OF ..6: 05:00 sever Dec. 15 
Electricity and industry extend 
new frontier.......... Sept. 1 
ivy” etew changing conceptions 
Fe 


TT RCT TTC RTL TLE Te Nov. 1 
Electricity, natural steam for de- 
VelOping® ...sceccccess May 15 
ere supply, economic facts 
te ere pr. 15 
Blectrifieation, increased, has cut 
coal consumption...... F 1 
Electrification, rural distribution 
real problem of........ Oct. 1 
Electrode, copper tungsten.May 1 
Elevator brakes, electric, must 
synchronize with the motor.. 
BRE A pe ae SS eR ee May 15 
Embrittlement, caustic, proved as 
one cause of cracks...July 15 
Engine and boiler construction 
DPODIOING: s.« «0:6 0:66 vn: 2-0 Nov. 1 
Engine and boiler problems..... 
hae 6s aheenas 0 Dec. 15 
Engine, compound, receiver a 
a, OER OLE uly 
15, q815; Aug. 15, 919; Nov. 1 
Engine, Corliss, diagrams, com- 
ps ee Perr Cr ee 
snot pas Apr. 1, *448; Apr. 15 
Engine, Diesel, cooling water, 
heating With. «62s 6% cc July 1 
Engine, Diesel, cylinders, a 
lubrication for........ Aug. 15 
ee Diesel, develops 15,000 “000 
Ds. |, ae Kalen biehins aiiesinhd 
Engine, Diesel, factors of a ef. 
ps ge | Sn Sept. 15 
Engine, Diesel, failures, overload- 


TE GOOG. o5.k5 6 0.0 a cies Apr. 1 
Engine, Diesel, tuel supply sys- 
co eer July 1 
mee Diesel, industrial use of 
ish debe. b:0 bis e0le Ald 0M Feb. 15 
Busine; Diesel, “rating influenced 
Dy. GOMIGMs «46 5:56: 0 eicné July 15 
Engine, Diesel, Worthington 
builds new............ Apr. 15 
Engine, ers competes with motor 
PEW iid o.chid amo Ride vicnis Sept. 
Engine, MAN, tested under severe 
conditions eihisdiniess pae Dec. 1 


Engine, oil, Dutch design..Feb. 1 
Engine, oil, failures, reasons for 


Sk a diese dist ng 20 OD Jan. 15 

Engine, oil, “operation, spare parts 
ERENT A Epa Sas July 1 
Engine performance improve- 
MORE Oliis.o 0s ccc eee , Apr. 1 
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e926 
*453 
*62 
*60 
227 
*621 
108 


551 
*1242 
*1133 
*1130 
*1303 

905 
*1181 
*1072 

*305 
*584 
1267 
*595 
*848 


*179 
1162 
344 


559 
*215 
*1326 
e974 
e230 
e1179 
*607 
*465 
239 
e1076 
532 
qi027 
824 
q1176 
*1346 


*1173 


498 
745 
*928 
*1056 
*1006 
*420 
*744 
263 
*790 
*478 
*953 


*1259 
*210 


18h 


745 
418 


Sucks cheeeueaccdacsvet Nov. 15 
Engine room signals...... Mar. 1 
Engine, eee ype recerd breaking, 

40: GUOOR: MOTT i605 00 sk July 1 
Engine water cake simple ap- 

proximation of.«4...... Apr. 15 


Engineer and the law, the..Oct. 1 
Engineer, chief, new, should 

study his men......... Sept. 1 
Engineer, Diesel, duties of a. 

een er eeqceeseece veeeeas une . 
—— establishes service rec- 
Mar. 15 
Ragineesine developments, co- 

operation Se v0 pee eas Sept. 15 
Engineering in government...... 


Engineering is not a _ stepping 
stone to something higher.. : 
ee beet ehwsecenakaceae ee Ju y 
1, e768; Aug. 1, 865; Sept. 1 
Engineering salesman can bring, 
WERE GOs ce ticccvesaciees Apr. 
1, e450; June 15, 713; Aug. 1 
Engineering training, sound fun- 
damental preparation is re- 
OUIROE:- 1OF so 66 es ceds Apr. 15 
Engineer’s foundation, fundamen- 
tal knowledge is....... Feb. 1 
Engineers, better, can relieve city 
Con@estion? ...cccceee Feb. 15 
Engineers, opportunity awaits. 
eee de 00bsdwabes ¢¢ 4 dene De 
Engineers, Philadelphia, 
power meeting....... M 
Engineers should control power 
WRODUOCIER 6.6 ices cc ice Feb. 15 
Engineers should learn salesman- 
Serre June 15 
ts nigel too many, unfit for the 
job. -Aug. 1, 867; Sept. 15 


Engineers’ “contribution to .con- 
hi EOE ere Mar. 1 
Engineers’ requests must show 
yee ae Feb. 15 
Engines, compound, receiver pres- 
ke LE ee ee Aug. 15 
Engines, Diesel, application and 
OPOTERGE O68 00. scccvbs May 1 
Engines, Diesel, centrifugal com- 
WUOGUONE ROT i ..5 660.6 883 Jan. 15 
Engines, Diesel, Fiat, Nordberg 
eres Nov. 1 
Engines, Diesel, for direct drive 
‘aw OSewnee eae ke wala Coed June 15 
Engines, Diesel, help the Poo 
WHO (haw & 5 0,0:0.0:0.9:6,050.0.8,06 Au 1 


Engines, Diesel, raise small plant 
efficiency. .Mar. 15, 369; May 1 
eg og Diesel, shipping board 
NST rer rer Dec. 15 
steam plant or.. 
ere eed Oy ee eee Mar. 15 
Engines, Diesel, used to enlarge 
StRM PIANbes 0.00 cutee Nov. 1 
Engines, gas, blast furnace, at 
Sparrows Point....... Mar. 15 
Engines, gasoline, as stand-by or 
emergency power...... Dee. 1 
Engines, oil, lubrication needs of 
EE ee i TO? Aug. 1 
Engines, oil, often solve lege 
problems PSR Mar. 
Engines, semi-Diesel, British a 
Pre Mar. 1 
Engines, steam, losses due to 
light loading of....... Dec. 1 
Engines supply power for making 
ot  , REEUEE TT Dec. 1 
Entropy useful in heat calcula; 
COB i ecdsiecdccnecsduacs Au 1 
Evaporation, dual, system ye Go. 
refrigeration ......... ug. 1 
Examination questions, Tr 
setts...Nov. 1, q*1176; Dec. 1 
Examiner’s questions for New 
Py Sie.) eee Oct. 1 
Exhaust or live steam cee 


Exhaust steam, hot-water heat 


ing systems use....... ay 
Exhaust steam, use of, effects 
greater savings....... Nov. 15 
F 
Factory a nuisance, noise may 
pg Err yrs Aug. 15 
Fans and blowers, motor drives 
for centrifugal........ an. 15 
Farmer must do his share, the 
Fie D8 6 CW Coe 6 ohne win dee May 1 
Feed water, acid treatment of. 
Pe eo Oe Py Ce ee ee Oc x sf 
Feed water, boiler, should be 
WMIORBUPER 4.6.5.6 6 ovine case June 15 
Feed water control valve has ad- 
justable ports......... July 1 
Feed water heater ratings are 
misleading ............ pr. 
Feed water heaters economical in 
SNP DAMRES «6 6:5. 6c eck dh Apr. 15 
Feed water heating....... Jan. 1 


ieee water, recorders for oxygen 
Th aorwveverseresesesee 
Feed water systems...... 
Figures lie, when.......... 
Filter, mechanical pressure, has 





no strainer heads..... Apr. 15 
Filters, proper, aid ice plant 
ODGERTIOM 0.0: 6.0 6:0:0:6 0.0 Apr. 15 
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*746 


477 
e1077 


971 
647 
*370 
e1028 
e1178 


970 


550 
*1339 
390 
*1154 
369 
*1261 
846 
338 
*317 
1279 
*1248 
a*869 
863 
a*1282 
1074 
226 
*539 
*1198 


909 
*141 
e554 

q1075 

687 
*770 

445 


496 
*49 


1315 
e975 
*502 

493 





Filtration, high-pressure, of soft- 
ened water Oct. 1 
Firing, good, requires intelligent 
appreciation of functions of 
stokers 
Firing, hand, for power boilers. 
Jan. ZI 
Firing, hand, orthodox..... Jan. 1 
First aid treatment, proper, saves 
many lives Apr. 1, *429; 
Flow measurements with the flat 
plate orifice 
Sept. 15, *997; Dec. 1 
Flow meter and recording gages 


Flow meter, electric, 
esting features. Oo 
Flue cleaner, sand blast, for h.r.t. 
boilers Jan. 15 
Flue, gas, high carbon dioxide in 
..Oct. 1 


Flue gas temperature, REA cig of 
2 Mar. 1 
Fordyce dam, Pacific Gas & Elec- 
tric Co. completes Dec. 15 
Formulas, transposing....Nov. 15 
Foundations, good, best Diesel in- 
Sept. 15 
Fuel, choice of, determined by 
local conditions....... May 15 
Fuel economizers, general types 
of an 
Fuel handling in power plants, 
modern May 15 
Fuel measurement for wes: tests 


Fuel oil, burning Je 
Fuel, oil, burning, under boilers. 
Jan. 
Fuel oil, new Atlantic Building 
July 15 
Fuel possibility, dust as a.Nov. 1 
Fuel, pulverized, stokers, 
economics of Feb. 1 
Fuel, pulverized, equipment, oper- 
ating Jan. 1 
Fuel, pulverized, equipment shows 
steady gain Oct. 15 
Fuel, pulverized, requirements for 
burning an. 1 
Fuel sizing for chain grate ooge 


Fuel supply, conserving ne 

ec. 
Fuel supply system for the —— 

y 
Fuel waste, insufficient data for 
estimating Feb. 1 
Fuels, domestic, discussed..Feb.15 
Fuels, heat value of solid and 
liquid g. 15 
Fuels, maximum CO: obtainable 
f n June 1, 667; July 
15, q815; Aug. 15, #922: Sept. 1 
Fuels, smokeless, conversion of 
coal Dec. 15 
Furnace arches, boiler, designing 

Apr. 
Furnace, blast, gas engines at 
Sparrows Point Mar. 15 
Furnace changed for powdered 
coal is a success Mar. 15 
Furnace design for’ traveling 
grate stokers Mar. 

1, *818; Mar. 15, *365; 

Furnace, good design increases 
ife of July 1 
Furnace, inspection of, made con- 
venient Sept. 15 
Furnace walls, continuous main- 
tenance for Sept. 15 
Furnace walls, modern, last 
longer July 15 
Furnaces, boiler, vetractosios for 
Feb. 1, 201; Feb. 15 
Furnaces, boiler, refractory main- 
i Jan. 1 
Furnaces, combination, for new 
General Motors plant.Nov. 15 
Furnaces, converted, Monolithic 


Furnaces, gas-oil, burners “for. 
i July “45 
Furnaces, special, required for 
wood waste Jan. 1 
Furnaces, steam boiler, tendencies 


—. 15 - 


in 
Fuse, selection of the size of. 


Gage cock designed to reduce 
@age glass strains........... 
Nov. 15, *1239; Dec. 15 

Gager Lime & Mfg. Co.’s plant, 
additions to Mar. 15 
Gages, recording, and flow meter 
combined Jan. 1 
Gas analysis, chemicals for.Apr. 1 
Gas analysis equipment, electric.. 
Dec. 1 

Gas and oil burners are _ inter- 
Nov. 15 

Gas canine competes with motor 
drive Sept. 1 


1355 
*367 


*111 
q449 


*1303 
*1200 
*953 


Gas engines, blast furnace, at 
Sparrows Point Mar. 
Gas, flue, high eine wees in 

..Oct. 15 
Gas, 
Gas, 
Gas, 
Gas, 
Co 


to 
Gas producer and steam boiler 
combine ec. 
bevel, », economy 
May 15 
General Motors plant, new, com- 
bination furnaces for.Nov. 15 
Generator action and use of in- 
terpoles, theory of....Mar. 15 
Generator, grounding neutral of 
one Oct. 15 
a practice in central sta- 
tion ec. 15 
tisnseabes sizes make big jump.. 
Oct. 1 
Generators, electric, systems for 
cooling Aug. 1 
Generators, waterwheel, 
improvements in . 
Governor, hydraulic, balanced 
all positions June 1 
Governor, operation of the inter- 
mittent type Nov. 15 
Governors, steam turbine, i 
ciples -of ept 
Graphite for heavy pipe joints... 
Oct. 15 
Grease furnished in eg] 


Great Lakes area, power Fivene ie 
ment in e J 
Great Western Co. 
spend $11,558,000 in 1926 
Mar. 15 
Grinder, small, prepares old fire- 
brick for patches Oct. 15 
Guernsey Dam, interesting tunnel 
development at Oct. 15 
Guide shoes, cast-iron, 


y? 
mia “seamen rapid progress made 
Sept. 15 


Half truths are half lies..Jan. 15 
Hand saw, electric, speeds con- 

struction work -Nov. 1 
Health of workers aids prosperity 


Heat and power for industrial 
power plants......... Sept. 15 
Heat balance at the —t 
power station uly 
Heat calculations, entropy age 
u 


& 
Heat can a man stand? how much 
July 1 
Heat drop determines amount of 
wor June 15 
Heater, auxiliary, for fuel oil. 
Mar. a6 
Heating, central, rapid develop- 
ment shown in May 
Heating element, new, G. E. de- 
Sept. 1 
Heating, power and ice piahte, in- 
terconnecting Aug. 15 
Heating rates, district, for vari- 
ous conditions Jan. 15 
Heating systems, hot- Pace 


1 
Hell Gate to have i8id00- ew. 


Herman. Kiefer Hospital 
new power plant 

History, the function of...June 1 

Hodenpyl, Consumers Power Co. 
adds to system 

Hoist, electric chain, has _ ball- 
bearing load sheave...Apr. 15 

Hoist, electric, with new motor 
trolley designed for small 
head room.... May 15 

Horsepower, American industry 
installs its 50 millionth 


Nov 
Horsepower, increased, wit 
higher frequency "Mar. 1 
Hunlock Creek, Penna., eerer 
tatio 1 

Huntley, "Chawies R., death of. 
Oct. "48 
Hydraulic ash disposal proves 
economical Oct. 1 
Hydraulic engineers may have to 
study astronomy....... Feb. 1 

Hydraulic governor balanced 
all positions. June 1 
Hydraulic maintenance at Holt- 
wood. ay 1 
Hydraulic plant operation, sug- 
gestions regarding....Feb. 15 
Hydraulic plants, bigger ne 
ay 1 


L y 
Hydraulic power plants, ice trou- 
bles in Dec. 15 
Hydraulic turbine plants, water 

velocities in Nov. 


Hydraulic turbine year: pit- 
ting of.. -June 15 
Hydracltc turbines, "Buropean 
high specific speed.. ...Nov. 1 
Hydraulic turbines, friction 
brakes used on Nov. 1 
te turbines, wens: * sige 
high efficiency y 15 
Hydraulic turbines cohiiar "ror 
Conowingo Sept. 1 
—- turbines, specifications 
fo Oct. 15 
Hydro plant, Balch, to operate at 
740-ft. head Apr. 1 
Hydro plant, Bucks Creek, to 
have highest head in U. S... 


Hydro plant, complete records 
should be kept in the.Apr. 15 
Hydro plant for small powers 
uses propeller runner..Jan, 15 
Hydro plant, New York, has larg- 
est automatic A 
Hydro plant operating 


builds, as os of irrigation 
project 


gins on. 
Hydro plants, automatic, 
Detroit Edison Co. 5 
Hydro plants, removing ‘alluvial 
matter at Apr. 15 
Hydro-electric development on 
South Platte, Denver plans.. 
15 
Hydro-electric plant, Alexander 
Dam automatic Aug. 15 
Hydro-electric plant, Cheat Ha- 
ven, nears completion.Aug. 1 
Hydro-electric plant, Conowingo, 
construction begun at.July 15 
Hydro-electric power «station, 
Swiss, modernizing a..Feb. 1 
Hydro-electric project, Cushman, 
Tacoma completes....Sept. 15 
Hydro-electric project, new, on 
the Mokelumne River.Apr. 15 
Hydro-electric turbines, geared.. 
Sept. 1 
Hydrogen, atomic, flames of 
Oo 


Ice cans and compressor valves 
: demand attention Feb. 
ce i 


Ice machines, atmospheric pres- 
sure affects Sept. 15 
Ice making process, reversing the 
une 15 
making, water purification for 
Oct. 1 
plant design, many factors in- 
Jan, 15 

plant economy, a 


ug. 
plant improvements test engi- 
neer’s ability June 15 
plant motors, choosing and 
operating Sept. 1 
Plant of the Lima Ice & Coal 
oO. Aug. 15 
plant ‘operation proper filters 
aid.... Apr. 
Plant operation, suggestions 
for improving Mar. 
plant, special rates and the. 
Apr. “t 
plants, control of evening 
peak load of Apr. 
plants, motor-driven, system 
load curve affects 
plants, operating at 
cost 
plants, raw water, water 
treatment for July 1 
plants, remodeling, to fit mode 
ern conditions Mar. 15 
Ice plants, safety work in.Jan. 15 
Ice, power and heating plants, in- 
terconnecting. Aug. 15 
Ice troubles in hydraulic power 
plants Dec. 15 
Siumination design for turbine 
rooms 
I’m sorry—I forgot 2g. 
Immigrants from the ames: | 
classes of Europe 
wage’ chart for 


Independent Towel 
power plant 
Industrial museums 
tional institutions ep 
Industry and electricity extend 
new frontier Sept. 1 
Information, accumulated, prog- 
ress results from Nov. 15 
Information, flow of, is essential 
in industry -Nov. 15 
Inn plant meine industrial Ger- 
many July 1 
Instruments are absolutely essen- 
tial, what Apr. 15 
Instruments used to full akvan- 
tage? Are : July 1 


*382 
154 


*915 
1341 


*325 
e927 


e555 
*438 
828 
e974 
e974 
e1348 
e1216 
*760 
e500 
e769 
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p 
Mete1 
Metri 


Miam 
Miadl 
Miaw 
Midwi 
Miaw. 
Monte 


ie material, — a 


15 

we taturonte plan 1,000, 000- kw. 
state line plant Apr. 15 
Intakes, circulating water, on in- 
land rivers Aug. 15 
International Standards Associa- 
tion proposes oenerwnens wet 


Japan invites international engi- 
neers to conference...Nov. 15 
Joint, quadruple - riveted, 
high efficiency rv July 15 


Keeping fit 

Kohler Co.’s plant 

Kolbe, P. R., installed as new 
president of Brooklyn Poly- 
tech Feb. 15 


Laboratory, two million-volt, 
by Stanford Univer- 
y Nov. 15 
Lamp, polyphase watthour meter 
indicator Sept. 15 
Leadership, responsible....Oct. 15 
Leaks should be plugged...Oct. 1 
Light, emergency, unit, small au- 
tomatic Feb. 15 
Lighting outdoor substations, a 
new method of Sept. 
Lightning arrester, autovalve 
theory -Mar. 15 
Lima 1 & Coal Co., ice _— of 
th Aug. 15 


trol 
Liquids, viscous, studies of. “the 
pumping of Dec. 
Load — an index of opera- 
tion. . .Oct. z 


‘4 

Loader, Crawler, new, icnnliion ‘40 
t. an Ap 

Log sheet, daily, needed i: . 

plants ..Nov. 1 

Long Beach station has" largest 
turbo-generator in West 


Lubrication, bearing, at high 
pressure must be controlled. 
Sept. 15 

Lubrication, marine steam o—: 
ders have no. Nov. 1 
Lubrication needs ‘ot oil engines. : 


Lubrication of materials handling 
June 15 

Lubrication of refrigerating, ma- 
chinery Feb. 1 
Lubrication, positive, for Diesel 
engine cylinders Aug. 15 
— production not decreas- 
‘ing Sept. 15 


M 

Machine control and regulation of 
combustion... Mar. 1 
Machinery, newly developed, must 
stand test of service..Sept. 1 
Madison Square Garden, new, re- 

frigeration for ec. 
coupling, home-made, 
Oct. 1 


yl 
‘elenus Dam dedicated ieountbee 
11 Dec. 15 
Merced-Exchequer hydro _ 
President Coolidge starts. 
Ju 


Merchandising, prizes for. 1 
Mercury production, Bureau “of 

Mines studies Sept. 1 
Mergers? Will 1926 be a year of 


Metal, sound, 

pressures 
Meter, electric, the Ja 
Metric system, adopting the 
J 


— Paper Co., ‘improvements 

the Jan. 15 

Middleman in engineering, elimi- 
nating A 


Feb. 1, *232; Feb. 15 
Midwest Power Conference will 
have great interest....Jan. 1 
Midwestern Engineering and 
Power Exposition < 
Montana Power Co. ——. 
Mystic Lake plant 
Morton Hotel, power, 
heat for the 
...Mar. 1, #300; Apr. 1 
Mosquitoes, war on July 15 
Motor application, static 


condenser for Sept. 15. 


Motor, burning out, is expensive 
..Jan. 15 

Motor control increases safety... 
ov. 15 

Motor controlled valves find age 
application 1 
Motor drives for cintiibeme “tans 
and blowers Jan. 15 


Motor, electric, metal covering 
protects Oct. 1 
Motor-generator set, figuring the 
power for a Apr. 1 
Motor-generators, synchronous for 
Edison systems Au 
Motor, induction, with light ead 
decreases power factor 
Sept. 1 
Motor, Lincoln, electric welding 
used in constructing..Jan. 15 
Motor, reducing size of suction 
line reduces load on...May 15 
Motor, roller bearing, new, ogg’ 
Chalmers develops.....Jan 
Motor trolley for small “Lo- Hoa” 
May 15 
Motors, d.c., and generators, trou- 
ble shooting in Jan. 15 
Motors, direct-current, Louis Allis 
Mar. 
Motors, haulage problem solved 
by June 15 
Motors, high speed, and frequency 
changers Jan. 15 
Motors, induction, ‘ 
geared attachment for.Aug. 1 
Motors, induction, starting and 
controlling 
Motors, synchronous, 
trol equipment for... 
Motors, synchronous, power fac- 
tor correction by July 1 
Municipal ownership e.. 1 
Muscle Shoals, associated sgeaieel 
companies offer to lease.. 
June yt 
Muscle Shoals, 
lease of 
Muscle Shoals power 
Museum, new, to portray indus- 
trial development. -June 15 
Mycalex, a new insulating mate- 
rial Nov. 15 
Mystic Iron Works boilers use 
two fuels Nov. 1 
Mystic Lake hydro-electric power 
plant Mar. 1 


N. A. P. R. E., N. Y. Conner . 
elects officers 
N. A. S. E. discusses = baum aa 
Atlantic City Oct. 1 
National Biscuit Co. plant, new, 
at Philadelphia Apr. 
N. D. H. A. holds 17th a con- 
June 15 
N. E. L. A. appoints Paul S. Clapp 
managing director 4 
E. L. A. completes record con- 
vention June 15 
L. A. Convention, — spe- 
cial trains to the Apr. 15 
E. L. A. Convention, large at- 
tendance expected at...May 1 
N. E. L. A. Convention opens with 
thousands in attendance 


N. E. L. A. power survey, Great 
Lakes division, is completed. 
Apr. 1 
Neil House plant renders any | 
services Nov 
Neutral, grounding the. 
New England Co. plans expansion 


New Jersey, 
tion fo 
Nickel-chromium cast iron 


ug. 
Noise may make a factory a nui- 
Aug. 15 


Off duty Jan. 15, 
169; Feb. 15, 281; Mar. 15, 397; 
Apr. 15, 501; May 15, 619; July 
15, 819; Sept. 15, 1029; Oct. 15, 
1129; Nov. 15, 1217; Dec. 15 

Ohio River Falls, construction 
work begins on July 1 

Ohio State University, new plant 
supplies power, Tent, hn 


Oil and gas burners are 
changeable i 
Oil and Gas Power week, national 
programs and the May 1 
Oil burners, factors affecting 
atomization in Oct. 1 
Oil engine, Dutch, design. 
Oil engine failures, reasons for. 
Jan. 15 
Oil engine operation, spare parts 
July 1 


in 
Oil engines, lubrication needs of 
Aug. 1 
Oil engines often solve power 
problems Mar. 
Oil fired boilers heat water for 
outdoor swimming pool 


pr. 
Oil from waste? does it pay to 
Jul 


Oil, fuel, burning. Jan. 1 
Oil fuel, Durning, under ae 
1 


Oil, fuel, new Atlantic Building 
plant. burns... July 15 

Oil heatérs, importance of heat 
transfer in 


Oil plant, air-lift pumping pays 

dividends for Apr. 15 
Oil separators give results. Feb. 1 
Oil than coal, lower CO2g with. 


transformer, 
power plants 
Operating engineer 
sending the 
Operator at-Corona Falls, Pp. wee 


Operator, master 

Operators, competent, this plant 
July 1, 764; Aug. 15 

Orifice tests for rotative dry vac- 


Overload relays May 

Over-speed device should not be 
neglected Dee. 1 

Ownership, public, the right &i kind 


Oxyacetylene cutting shethod: 
simple change improves...... 
Jan. 1 
Oxy-acetylene torch useful 
relining bearings July 15 
Oxy-acetylene welding in refrig-- 
eration work 


Packing glands for large steam 
turbine shafts Sept. 1 
Packing, metal center, for piston 
d June 15 
Packing, metallic new, 
gives service Feb. 1 
Packing nut trouble eliminated 
by simple means pt. 
Palmer House, new, serves Chi- 
cago visitors Aug. 15 
Panel carries steam line ie ag 
1 
Patents, 
ment of 
Paterson Parchment PLEAS Co.’ s 
new plant at Edgely.Sept. 15 
Paying workers—cash vs. cage 18 
: 


May 1 
Philadelphia Electric Co.’s Rich- 
d Station 

May 15, #564: July sf 

Pipe ae common sense needed 
Jan. 15 

Pipe fittings, flanged, chart gives 
May 1 


Pipe fittings, 
checking Feb. 
Pipe joints, heavy, graphite % for. 
15 


Pipe layouts, isometric, ciiminate 


Ma 
Pipe lengths, overall, sisinam. a 
determining., Dec. ig 
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